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CO VANCE? 

THE DEVELOPMENT SERVICES COMPANY 


Philip Morris/Covance Project Team 


Name 

Title 

Phone No. 

Facsimile No. 

E-mail Address 

Location 







Candace Adams 

Smoking Behavior Coordinator 

804-274-2664 

804-274-2891 

candace.r.adams@pmusa.com 

Philip Morris 

Mark Bentley 

Senior Study Director 

011-44-142-384-8512 

011-44-142-356-9595 

rnark.bentley@covance.com 

Covance-Harrogatc 

Rachid Chaouki 

Statistician/Data Manager 

608-283-4612 

608-283-4601 

rachid.chaouki@covance.com 

CRU 

Karen Combs 

Sample Receipt 

402-437-4588 

402-476-7598 

karen.combs@mdsps.com 

MDS-NE 

Jenifer Dean 

Associate Director 

608-283-5681 

608-283-3514 

jen ifer.dean@covance.com 

CRU 

Russell Dixon 

Pl/Medical Director 

608-283-5680 

608-283-5697 

russell.dixon@covance.com 

CRU 

Pamela Downey 

Project Manager 

800-462-8885, ext 7380 

317-616-2358 

pamela.downey@covance.com 

CCLS 

Robert Earl 

Senior Director of Clinical 
Operations, USA 

402-437-4945 

402-476-7598 

robert.earl@mdsps.com 

MDS-NE 

Fang Fan 

Senior SAS Programmer 

610-239-7900 ext. 442 

610-275-6246 

fang.fan@mdsps.com 

MDS-PA 

Mel Feit 

Staff Scientist 

608-242-2649 

608-242-2732 

mel.feit@covance.com 

Covance-Madison 

Shixia Feng 

Bioanalytical/Organic Chemist 

804-274-3758 

804-274-2891 

shixia.feng@pmusa.com 

Philip Morris 

Tonya Funk 

Clinical Data Management 

317-273-4927 

317-616-2350 

tonya.funk@covance.com 

CCLS 

Lisa Geishirt 

Administrative Assistant 

608-283-4623 

608-283-4627 

lisa.geishirt@covance.com 

CRU 

Elizabeth Graf 

Supervisor, Data Management 

608-283-4074 

608-283-4601 

elizabeth.graf@covance.com 

CRU 

Valeric King 

Operations Manager 

804-274-3906 

804-274-3982 

valerie.a.king@pmusa.com 

Philip Morris 

Robin Kinser 

Analytical Coordinator 

804-274-5905 

804-274-3982 

robin.d.kinser@pmusa.com 

Philip Morris 

Mike Klawikowski 

Supervisor 

608-241-7400 

608-242-2732 

mike.klawikowski@covance.com 

Covancc-Madison 

Brigitte Kochan 

Client Manager 

608-283-5685 

608-283-5697 

brigitte.kochan@covance.com 

CRU 

Pttci Kuhl 

Traci Janisell 

ocientist Biochemistiy 

Medical Writer 

608-283-4076 

608-283-5697 

traci.jani.sch@covance.com 

CRU 

Eric Larson 

Programmer 

608-283-3516 

608-283-4601 

eric.larson@covance.com 

CRU 

Mary Larson 

Project Manager 

608-283-5698 

608-283-5697 

rnary.larson@covance.com 

CRU 

Raymond Lau 

Scientist ETS 

804-274-2516 

804-274-2891 

raymond.w.lau@pmusa.com 

Philip Morris 

Bob Lynch 

Database Administrator 

610-239-7900 ext. 467 

610-275-6246 

bob.lynch@mdsps.com 

MDS-PA 

Bettie Nelson 

Epi/Biost Coordinator 

804-274-1502 

804-274-2891 

bettie.l.ne.lson@pmusa.com 

Philip Morris 

Jan Oey 

Project Coordinator 

804-274-6428 

804-274-2891 

jan.oey@pmusa.com 

Philip Morris 

Keith Phillips 

Head of Department 

011-44-142-384-8500 

011-44-142-356-9595 

keith.phillips@covance.com 

Covance-Harrogate 

Sharon Pochron 

Research Associate 

608-242-2712, ext 2482 

608-242-2732 

sharon.pochron@covance.com 

Covance-Madison 

Kim Prchal 

Senior Project Manager 

402-437-4773 

402-476-7598 

kimberly.prchal@mdsps.com 

MDS-NE 

Hans-Juergen Roethig 

Director, WSA 

Medical Director 

804-274-3165 

804-274-289! 

han.s-juergen.roethig@pmusa.com 

Philip Morris 
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Philip Morris/Covance Project Team (Continued) 


Name 

Title 

Phone No. 

Facsimile No. 

E-mail Address 

Location 


Nathalie Rousselle 

Associate Director 

Operations, Bioanalysis 

514-333-0042 ext: 4193 

514-335-8328 

nathalie.rousseIle@mdsps,com 

MDS-Montreal 

Peggy Ruhn 

Principal Scientist 

402-437-1181 

402-476-7598 

peggy.nihn@mdsps.com 

MDS-NE 

Klaus Rustcmcicr 

Manager Analytical Chemistry 



1C Klaus.rustemeier@pmintl.com 

PMRL 

Mohamad! Sarkar 

Clinical Project Leader 

804 - 274 3262 

804-274-3982 

rnohamadi.sarkar@pmusa.com 

Philip Morris 

Georg Schepers 

Manager Biochemistry 



U Georg.schepers@pmintl.com 

PMRL 

Jill Schultz 

Program Manager 

608/242-2712. ext. 2354 

608/245-7001 

jill.schultz@covance.com 

Covance-Madison 

Paul Severin 

Research Associate 

608-664-3023 

608-664-3022 

paul.severin@covance.com 

Covance-Madison 


Regina Stabben Scientist Analytical Chemistry WBMMi _ Rcgina.stabbcit@pmintl.com _ PMRL 


Brian Tetlow _ Clinical Pathology Services Mgr OH-44-142-384-8617 011-44-142-350-2668 brian.tetlow@covance.com _ Covance-Harrogate 


Anthony Tricker 

Covance UK Liaison 

011-41-32-888-5639 

011-41-32-888-5776 

Anthony.trickei@pmintl.com 

PM-Neuchatel 

Bill Trujillo 

Study Director 

608-664-3013 

608-664-3022 

bill.mijillo@covance.com 

Covance-Madison 

Klaus von Holt 

Karl Wagner 

Laboratory Director 

804-271-5572, ext. 306 

804-271-5594 

kwagne@aristalabs.com 

Arista 

Mary Westrick 

Executive Director 

608-283-3509 

608/283-3514 

mary.westrick@covance.com 

CRU 

Dana Winsted 

Project Manager 

919-653-2070 

919-653-2001 

dana.winsted@etrials.com 

eTrials 

Steven Zweig 

Manager Biostatistics 

610-239-7900 ext. 493 

610-275-6246 

steven.zweig@mdsps.com 

MDS-PA 


Philip Morris, USA 
Research Center 
4201 Commerce Road 
Richmond, VA 23234 


Mailing Address: 

Attn; Research Center 
615 Maury Street 
Richmond, VA 23224 


Covancc Laboratories Inc. 
(Co vance-M ad i son) 

3301 Kinsman Boulevard 
Madison, WI 53704 


Covancc Laboratories Inc. 
(Covance-Harrogate) 

Otley Road 

Harrogate, North Yorkshire 
HG3 IPY England 


Covancc Clinical Research Unit (CRU) 
Suite Four East 
309 West Washington Avenue 
Madison, WI 53703 


Covance Central Laboratory Services (CCLS) 
8211 SciCor Drive 
Indianapolis, IN 46214 


Philip Morris Research laboratories (PMRL) 
Fuggerxtr. 3 
D-51149 Cologne 
Germany 


Philip Morris 

c/o Fabriques de Tabak Reunies SA 
CH 2003 Neuchatel 
Switzerland 


etrials, Tnc. 

2701 Aerial Center Parkway, Suite 100 
Morrisville, NC 27560 


MDS Pharma Services (MDS-NE) 
621 Rose Street 
Lincoln. NE 68502 


MDS Pharma Services (MDS-PA) 
2200 Renaissance Blvd. 

King of Prussia, PA 19406 


MDS Pharma Services (MDS-Montreai) Arista Laboratories 
4705 Dobrin St. 1941 Reymet Road 

Saint Laurent. (Montreal) Richmond, VA 23237 

Quebec, Canada H4R 2P7 J7C 5J6 
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